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BILL NO. S-76-03-/7 


SPECIAL ORDINANCE NO. S- 




AN ORDINANCE approving a contract 
with General Electric for street 
lighting materials for the Southwood 
Park Lighting Project. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 


FORT WAYNE, INDIANA: 


SECTION 1. That the contract dated February 13, 1976, 


between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works and General Electric, for: 


TC 100R, 100 W. lucalox, mag. regulator 
ballast w/o photoelectric receptable, 
type MS III distribution, acrylic panels 
black G.E. Cat. #C 721 G610 per quote 
#884. 


$50,700.00 


all as more particularly set forth on City Utilities Purchase 
Order No. 7658, which is on file in the Office of the 
Department of Purchasing and is by reference incorporated 
herein, made a part hereof and is hereby in all things 
ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force 


and effect from and after its passage and approval by the 
Mayor. 



APPROVED AS TO FORM 













Read the first time in full afid rn motion by__ 


_, seconded by V 

_, and duly adopted; read the second time by title and referred 
to the Committee on __ (and—th-e-City, Plan 

Cofnffli-s^+orr-f^ and Public Hearing to be held"after-tdtte-4=eaal notice, 

at rifv rnnnf v Rtii 1 rt i a-a - ,—Enrt: Wa y n.e. T TnHi.gna , on _, 

th e -—-d tty-oT ~ . .- ^-49^ -— ,-a t _ 

o'clock KM. ,t.b. I"? 

Date:_ 3-Z 5 . - -Z£>- _ _ 


Read the third time in full and on motion by 

J 



seconded by _ 

Passed (l(o &&) by the following vote: 

NAYS 


, and duly adopted, placed on its passage. 


BURNS 
HI KG A 

HUNT ER 
MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 
TALARI CO 
' DATE: 
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CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Zoning-Ma?p-)~ ('Cen^-raT)- (Annexat-i-on) (Special)- ( Appr o priation) Ordinance 

o n th e d ay of 19 7^ . 

^ ' 'ING OFFICER' 



(SEAL) 




^.c-irv clerk 

L/’ / / 

Pjrg^^fd' bv me to the Mayor of the City of. Fort Wayne, Indiana, on the 




P^fOINf 

Fort Wayne 
at the hour of o ’clock 


Anoroved and sinned by me this 



, 197^ , 








































































S-76-03-17 


Bill No. 

REPORT OF THE C0M1ITTEE ON PUBLIC WORKS 

We, your Committee on Public Works _ to whom was referred an Ordinance 

approving a contract with General Electric for street lighting materials for the 
Southwood Park Lighting Project • 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




Winfield C. Moses, Jr, - Chairman 
Donald J» Schmidt - Vice-Chairman 


Vivian G. Schmidt 


Paul M. Bums 


William T. Hinga 

































COPIES TO: 


A.C. Lord 
J.E. Kroener 


Memorandum 

y Q J. Morreale / H. Wehrenberg Data 2/15/76 

p rom J . Kroener _.____ 

Subject Luminaires for Southwood Park 


P.0. #7658 from quotation #384 to General Electric is attached. 
Bids were as follows: 

G.E. 130.00/each = $50,700.00 (390 pc.) JftvA 

Graybar 149.33/eac'n - d3z.7* 

All Phase 138.00/each 

Hadco 124.70/each (*) 


Westinghouse 113.29/each (**) 

The Hadco and Westlngho-se luminaires do not meet our Electrical 
Engineering standards at this "i"3. Both are Post lanterns and not 
equal to the G.E. luminaire. However, from time to time Purchasing 
checks the industry to find out if en equal is available and also to 
monitor General Electric's costs. 

(*) The Hadco is not acceptable - by design. (**) The Westing- 
house "Jet" is not acceptable qt this time due to their inability 
to furnish a sample for testing, -urtner they want the city to pay 
for tooling to modify their u-to meet specifications. Then there 
would be at least, a (16) sixteen week wait for delivery. 

Due to the urgent need ^or “hose luminaires please process 
for prior approval. 











.sow miFimm wmmii 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


£3' 5% ■: ^ 7f r / 

V hi 


r must appear on each pack- 




r 


express receipt and corresponc 

j hat p February 13, 1976 


L_ 


&XRX Genera! Electric 
Room 1510 300 Madison St. 
Toledo, Ohio 43604 


_J 


vZ 


Street Lighting Dept. 
1701 South Lafayette St. 
Fort Wayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

iNV'DtCE LN . DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA. STATE BOARD OF ACCOUNTS 


ordere™ 

OESCR1PT1CM 

w.o T nS r 



154.01 

| - 390 

. TC 100R, 100 W. 1ucalox, mag. regu!a+or ba!last 
? w/o photoelectric receptacle, type MS ill dis= 

: tribution, acrylic panels, black G.E. Cat. : 

\ #C 721 G610 per quote #884. 



Per contract #242-64052 



Net 30 days 

F.O.B. - S/P with fu1I norma 1 f reight a Iiowpd 
Ship- at once (stock) 



(To be used in southwcoc Park Addition, Balance 
to stock) 



SUBJECT TO COUNGILMANIC APPROVAL 

I 


p| ji 

, .and Lavoie 

JEK/bn #79 

'Ilf 

[Bono, 1;T 

fit i ■ 


130.00/ea. 

50,700. Of) 


-'mu 

i \J i v 


on 


tcuntmg 


n sii?; 


?MS OF PAYMENT 


'HERWISE A 2 A CASH DISCOUNT Witt SE TAKEN., 




















DIGEST SHEET 


TITLE OF ORDINANCE 
DEPARTMENT REQUESTING ORDINANCE 


Special Ordinance - City Utilities Purchase Order 7658_ ' • 


Board of Public Works 


SYNOPSIS OF ORDINANCE Provides for issuance of City Utilities Purchase Order 7658 
to General Electric Co. in amount of $50,700 for the purchase of 390 lighting 

fixtures to be used on the Southwood Park lighting project for which the 

Board of Works has let a contract to T & F Construction Company for the 

installation. . ■ ' • 

The lower bids of Hadco and Westinghouse did not meet Electrical Engineering 
standards at this time. 


(SEE ATTACHED MEMORANDUM FROM PURCHASING DEPARTMENT) 


EFFECT OF PASSAGE Provide materials for Southwood Park lighting project 


EFFECT OF NON-PASSAGE Inability to provide materials for project 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) $50,700 which will hp 
charged by the Utilities to the Board of Works ’ 


ASSIGNED TO COMMITTEE 


/tMwks jrf 






























